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SUBJECT: GERMAN VACUUM EQUIPMENT TO THE USSR-IL 1204 
REF: (A) COCOM DOC (75) 1871, (B) STATE 231639 

1 . IN RESPONSE TO COMMENT TRANSMITTED REFTEL B, GERMAN 
DEL HAS WRITTEN AS FOLLOWS: 

"THE US EXPORT LICENSE FOR THE GLOW DISCHARGE EQUIPMENT 
HAS BEEN ISSUED ON 9 APRIL 1975 UNDER NUMBER B 50 327 

- 302- 1. THE US EXPORT LICENSE FOR THE ELECTRON 
BEAM EVAPORATOR HAS BEEN ISSUED ON 12 MAY 1975 UNDER 
NUMBER B 50425 - 260 - 1. THE OSCILLATING QUARTZ 
CRYSTAL MEASURING EQUIPMENT WAS EXPORTED WITH UNITED 
STATES GENERAL LICENSE, SINCE ITS VALUE WAS BELOW 500. 

- US DOLLARS" 

2. GERMAN DEL HAS INDICATED HIS AUTHORITIES NOW VIEW 
THIS CASE AS URGENT, AND REQUESTS US VIEWS AS SOON AS 
POSSIBLE. 
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